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In pyelitis and cystitis 


~«= PYRIDIUM= 


A COLLOIDAL CONDENSATION PRODUCT OF 
PHENYL-AZO-DIAMINO-PYRIDINE-HYDROCHLORIDES 
(Manufactured by Pyridium Co., Ltd.) 


Pyridium gradually accumulates in the tissues and organs of the 
genito-urinary system where it exerts its specific bactericidal effect 


Send for interesting literature 


MERCK & CO. Inc. 412 St. Sulpicest. | Montreal 



























































Sole distributors in Canada 
Better 
SS eS Hospital 
a = Equipment 
= = Poot 1110—Nurse’s Desk 
= = aa _ (at left) 
ne Es SOE. RE ne BE With this filing system either Physician 
or Nurse can locate at a glance, the 

















holder desired, as the name space is very 
= readily seen. The holder proper is of 
= Cast Aluminum taking up the smallest 
amount of space. For instance: the cut 
shows 30 charts, any multiple of five or 
© © - © ten charts can be had. The charts are 
rubber protected at the hanging points 
making ii entirely noiseless. The work- 
ing surface is of polished Monel Metal. 
roy © The body finished to suit surroundings. 
As can be seen, lots of storage room in 
— drawers is supplied. The size can be 
changed to suit. 


i 
| © ® Also Operating Room Circu- 
lar Instrument Tables, Ward 





















































Tables, Dietitian Tables, 
Bedside Tables, Kitchen 
Tables, Baby Dressing Tables. 
Food Conveyors, Tray Car- 
riages. 


THE 


Metal Craft Co. 


LIMITED 
Grimsby - Ontario 
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COLSON 
FQUIPMENT 





accepted as standard throughout the 
Hospital world 


may be secured through 
The Robert Simpson Company, Limited 


Quotations and Catalogues 


will gladly be furnished on 
request. Write to the 


HOSPITAL AND PUBLIC 
INSTITUTION DIVISION 


Special Contract 
Department 








Fifth Floor 


Robert Simpson Gompany 


TORONTO 
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OUTSTANDING APPROVED SPECIALTIES 





COMPOSITION 


INDICATIONS 


DOSES 





OVARIAN EX- 
TRACT CHOAY 


(Compressed Tablets and 
Ampoules). 


Total extract of selected fresh 
glands dried under high vacuum 
at Oo and equal to fresh tissues. 


Menstrual Troubles, Puberty, 
Pregnancy and Menopause Trou- 
bles, Ovarian Deficiency, Pruritus, 
etc. 


4 to 6 tablets, of 0.10 ctg. daily 
or 1 ampoule every other day. 





MUTHANOL 


(Box of 10 ampoules). 


(Box of 10 suppositories). 


- Radiferous hydroxyde of Bis- 
thuth, in suspension in oil, for 
intramuscular injections. 


Syphilis Bismutho-Therapy- 
Syphilis in all its forms and stages 
and also nervous syphilis. 


One 2 c.c. ampoules every second 
or third day in series of 10. Same 
for suppositories, 





PANBILINE 


(Pills and Liquid). 


Hepatic and Biliary Extracts— 
Associated with Boldo Extract, 
Podophyllin and Glycerine. 


Constipation, Intestinal Auto- 
intoxication, Cholaemia Gastro- 
Enteritis, Hypaticholic, Dyspepsia, 
Jaundice, etc., Arteriosclerosis. 


2 to 12 pills a day at the be- 
ginning of meals, or 2 to 12 tea- 
spoonfuls of liquid. 





PEPTALMINE 


(Sugared Pills and Gran- 
ulated). 


Peptones of meat and fish with 
extracts of eggs and milk, also with 
magnesia. 


Urticaria, Strophulus, Prurigo, 
Eczema, Digestive Troubles, Mi- 
graines, Diarrhea. 


Two tablets one hour before 
meals, or two teaspoonfuls of 
granule one hour before meals. 
Children half dose. 





PITUITARY EX- 
TRACT CHOAY 


Extract of Posterior Lobe of ox 
pituitary gland obtained in drying, 
under high vacuum at freezing 


Obstetrics, Haemoptysis, Uter- 
ine Haemorrhage, ynecological 
Affections, Peritalsis, etc. 


4 to 6 tablets of 0.05 ctg. a day 
or in subcutaneous or intramus- 
cular injections. 


(Compressed Tablets and point, the fresh organs. 














ampoules). 
rae ‘aan . Scientific Rational ‘reat t ot 
TRICALCINE Assimilable Calcium Salts, also eutmauner. 7 tana ‘ae bad A measure of powder or one 
(Powder, Tablets, Wafers associated with Adrenaline, Flyor Lymphatic Tuberculosis, Rickets, tablet or wafer at each meal. 
and Granulated). and Methyarsinate. iu Scrofulosis, Pregnancy-lactation. Children half dose. 





LECLERC CATGUTS 


Treated in a unique way, right at the slaughter house, and as to obtain exactly the proper degree of suppleness and 
uniform resistance. Preserved in 90° alcohol, they are scrupulously aseptic and need not be boiled. 


Samples and literature gladly supplied in any quantities by the exclusive Canadian Representatives ~- 
HERDT & CHARTON, INC., 2027 McGill College Ave... MONTREAL 

















MODERN STERILIZER EQUIPMENT 


Illustration shows 
the advantages of 
mounting | sterilizers 
on wall brackets. 


The autoclaves 60 in. 
long. are provided 
with rolling car- 
riages for the pur- 
pose of handling the 
containers for the 
dressings. 





The long boiler is 
for Bronchoscopic 
Recording clocks on instruments. 
« walls indicate the 
period for which the 
maximum  tempera- 
ture has been main- 


tained. 





The water sterilizers 
are provided with 
filter and still. 





. 


Sterilizers, Fifth Avenue Hospital, New York 


THE KNY-SCHEERER STERILIZERS IN USE THROUGHOUT THE WORLD 
BEAR WITNESS TO 38 YEARS OF UNEXCELLED SUPREMACY 





“Royal Victoria Hospital, Montreal; Civic Hospital, Ottawa; General fengteet, Montreal; Provincial Royal 
Jubilee Hospital, Victoria, B.C.; Hotel Dieu, Quebec; Victoria Hospital, London; General Hospital, Winnipeg; 
Hotel Dieu du ere er ME Quebec, also leading hospitals throughout Great Britain and the Colonies are 
completely equipped with Kny-Sch r Sterilizers which give entire satisfaction.” 














Complete Illustrated Catalogues and Architect’s Specifications Free 


The Kny-Scheerer Corporation of America 
10-14 West 25th Street, New York, U. S. A. 


More than $1,000,000.00 is back of our guarantee. 
Represented throughout Canada by the Leading Surgical Instrument Dealers 
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A NEW 


MICROSCOPE cx 


(STEINDORFF) 4 huygenian oculars are regularly 
supplied as follows: 2(6X) 
3(8X), 4(10X) and 5(14X). 


While new on this continent it has been 
favourably known for over fifty years in ACHROMATIC 
Europe. OBJECTIVES— 


It is the utmost value offered to-day in en 


microscopes, is priced less than any others, 


yet is second to none optically, mechanically sesaic cater 
° Regular swing-out Abbe system, 
and in appearance. with iris diaphram and holder for 
whe light filter. Numerical aperture 
Large quantities have been bought by a 1.40. 


number of Canadian Universities. 





Write for particulars to the Canadian Distributors 


Contran Souenmnie Company oF Camana, Linyiem 
LABORATORY CAND SUPPLIES 


paratus Reena Chemicals 
19 Yor« St. TORONTO 2 ONTARIO 
PaciFic CoAst Orrice 9I8PenperStW Vancouver B.C. 























McKesson Special 
No. 306 


This little apparatus is designed particularly for obstetrics 
and those ordinary minor operations requiring a short anesthesia 
in the office or home. For analgesia in obstetrics it is wonderfully 
efficient, though small and sturdy for automobile transportation. 


The advantage of nitrous oxid-oxygen analgesia and anes- 
thesia are fully attained with this apparatus. 


The intermittent flow principle is available with this little 
outfit which makes it so simple to use, prevents any waste of 
gases when the inhaler is removed from the face, and maintains 
the supply of gases ready for instantaneous inhalation at the 
very moment when uterine contraction begins, which are the 
essentials to successful analgesia. 


The whole apparatus (without tanks) is contained in a 
beautilully finished solid mahogany carrying case 9x9x16 inches 
and weighs only about 15 pounds. A case 9x9x23 to carry ap- 
paratus and tanks is furnished on special order only. 





Write for information 


Toledo Technical Appliance Company 
2226-32 ASHLAND AVENUE, TOLEDO, OHIO, U.S.A. 
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7/ an Cee Manufacturing 


MIXERS ~ MEAT CHOPPERS ~ ELECTRIC DISH WASHERS 
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GCompany ~~~ Troy, Ohio 


POTATO PEELERS ~ COFFEE MILLS ~ FOOD CUTTERS 





THE CANADIAN HOSPITAL July, 1928 








The above picture is one of a 
series illustrating the Seventh 
Edition of the treatise “Habit 
Time” (of bowel movement). 





Separate enlargements of 
this engraving and “Habit BOWEL ATONY 


Time” mailed free to hos- 
pital executives on request. Normal peristalsis is more easily restored when 
proper fecal consistency is maintained. Authorities 
who study atonic constipation urge the importance 
of aiding weakened and distended muscles in their 
efforts to effect elimination. 
PETROLAGAR 
—brings about a soft formed, yieldin3 mass. 
assists in restoring normal peristalsis. 
is an emulsion of 65% mineral oil and ager agar in 
which the oil is held in very small particles, 
permitting even diffusion with intestinal contents. 
Petrolagar with Phenolphthalein, No. 2 (red label), in 
which there is a phenolphthalein céntent of 32/100 of 1%, is 
preferred by many physicians in the bepi: treatment of 
obstinate cases of constipation. 
Write for information about new La scans af Hospital Unit 
for hospital dispensing le 


Deshell Laboratories of Canada, Ltd., my 

245 Carlaw Avenue c 4; 2eeeearas 

Toronto, Ont. * 
Gentlemen:—Send me copy of the new 

brochure “Habit Time” (of bowel move- p eC t qe) rol g roe 

ment) and specimens of Petrolagar. 


REG.U.S.PAT. OF F 


I 


EERE ML CRE AMR OEE EOS 


Pewearee cen neneecncec cre ccceeccenenecenecneeccennnen cececcencocecscccoccnscnsces 
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Precision Model IV Diathermy " 
Generator 


FEATURES: 
Calibrated Spark Frequency. 


No faradic current possible, ensuring proper sedative 
treatment. 





High voltage current, ensuring proper penetration. 





Simplified yet extremely flexible and sensitive control. 


Large capacity, more than sufficient for all classes of 
diathermy technique. 


Oil immersed transformer and Leyden Jar Condensers. 


Excellent mechanical and electrical design. 





REASONABLE PRICE 


THE M. B. EVANS X-RAY COMPANY 


2539 Woodward Ave. 80 Richmond St. East 
DETROIT, Michigan TORONTO 2, Ont. 








Exclusive Distributors of Acme-International Precision Apparatus 








‘“‘Perfect’’ Spring Mattresses— 


On either side of the spring units is a layer of 
fine agava hair, next a heavy layer of 
cotton felt. The covering is extra 
heavy and extremely durable. 
You cannot buy a better 
mattress than the 
“Perfect”. 











The choice of leading 
hospitals where 
“service comes first. 


“‘We keep awake that 


te ae oe ea . > | i yo 4 others may sleep.’’ 
nih ig oe Z Oe a, 

° 1 a wt ~ — , . 
the intl cot hes NO > = The Canadian Feather & 
mo So foe ee le Mattress Co. Limited 


omical service. 


Toronto : : Ottawa 
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Your Hospital Needs Money 


Why not give fair consideration to 
the campaign method of securing it? 


= se 








It focuses the attention of the public by intensive 4 
and discriminating publicity. aad 


It eliminates procrastination, because, once begun, be | 
the campaign will be pushed through to completion. 


It enlists the cooperation of all the friends of the 
institution. 


It equalizes and democratizes the task by distri- 
buting it among a considerable number of people. 


It creates a corps of interested workers whose 
public spirit more than compensates for lack of 
sales experience and it makes these workers your 
permanent friends. 


It secures funds quickly. 


The members of Pierce & Hedrick, 
Incorporated, represent the very 
highest achievement in the devel- 
opment of the Campaign Method 


. 


CANADIAN REFERENCES 


Write us your needs, without obligation on your part. 


Pierce & Hedrick 


[Incorporated] 
French Building 1032 Phelan Bldg. 
551 Fifth Avenue San Francisco 
New York, N.Y. California 
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Published in the interests of Hospital Executives 


ISSUED ON THE FIFTH 
OF EVERY MONTH BY 


THE EDWARDS PUBLISHING COMPANY 


454 KING STREET WEST 
TORONTO 2 - (CANADA 


Member of Canadian Business Publishers’ Association 











Telephone Subscription Price 
ADelaide 9634 $1.00 per Year 
Vol. 6 JULY, 1928 No. 7 
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OFFICIALS OF CANADIAN HOSPITAL ASSOCIATIONS 
Alberta Hospital Association. 
President, Dr. A. H. Baker, Central Alberta Sanitarium, Cal- 


‘ 


gary. 
Sec.-Treas., J. A. Montgomery, Edmonton. 
British Columbia Hospitals Association. 
President, Geo. S. Haddon, Vancouver. 
Secretary, E. S. Withers, Royal Columbian Hospital, New 
Westminster, B.C. 
Manitoba Hospital Association. 
President, Robert Darrach, Brandon. 
Secretary, Dr. G. S. Williams, Children’s Hospital, Winnipeg. 
Maritime Catholic Hospital Association. 
President, Rev. Mother Audet, Campbellton, N.B. 
Secretary, Rev. Sr. M. Carroll, Hotel Dieu, Campbellton, N.B. 
Ontario Hospital Association. 
President, R. H. Cameron, Toronto. 
Secretary, Dr. F. W. Routley, Ontario Division, Canadian 
Red Cross, Toronto. 
Saskatchewan Hospital Association. 
President, W. E. Stephenson, Moose Jaw. 
Secretary, G. E. Patterson, Regina. 
Ue 
Flat Rates for Maternity Cases 

It is a recognized fact that each year the number 
of maternity cases being taken care of in hospitals 
is increasing. The fear of hospitals which existed 
so prevalently a few years ago is being diminished 
tremendously, and the general public are accepting 
the fact that a hospital is the natural place to be 
taken care of when sick, and not a place to turn to 
just in an extremity. 

Expectant mothers now make their plans to go to 
the hospital, where they realize that the most modern 
and scientific care will be extended to both themselves 
and their babies. 

There is just one thought which, in the majority 
of cases nowadays, holds them back, and that is the 
expense. The usual method of a specified rate per 
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day, with extras for the use of the birth room, 
anaesthesia and many other items, all make the final 
cost uncertain. A writer in the ‘“Modern Hospital’’ 
suggests that if a flat rate could be established, 
including all extras, this would remove all uncertainty 
regarding the cost of going to a hospital, afid many 
expectant mothers would avail themselves of the 
advantages that a hospital affords. 

In one hospital in the United States, this system 
has been introduced and it has been found that these 
flat rates for maternity work can be made considerably 
lower than the average under the old plan. 

The superintendent of this hospital says: ‘‘The 
average stay of maternity cases in our hospital has 
been ten days. The new flat rates for a ten days’ 
stay are as follows: ward, $40; semi-private room, 
$50; private room, $100. In the case of ward 
patients a credit of $2 per day will be allowed for 
any time less than ten days, with a minimum charge 
of $30 for five days or less. It must be understood 
that the mimimum flat rate does not in any way 
indicate the length of time these cases should remain 
in the hospital. This is a matter that falls entirely 
under the medical administration of the hospital or 
of the physician in charge. The statement regarding 
a minimum time of five days in connection with the 
flat rate is intended only to indicate that there will 
be no credit for a lesser stay than five days.” 

He states that the advisability of hospitalizing 
maternity cases is no longer a debatable question 
and that this step is a move in the direction of in- 
creasing the hospital’s usefulness. 


a 
A Hospital Finishing School 

Believing that a sweet voice and proper pronuncia- 
tion, poise and manners are admirable and necessary 
attributes in nurses, the St. Luke’s Hospital of New 
York has established classes which they dignify with 
the name of “Charm School.” 

The principal of the school, Miss Ruth Nicholls, 
who was formerly an actress, explains that she thinks 
that the modern hospital ‘‘recognizes the great im- 
portance of psychological factors in health restora- 
tion, and the manners, diction, voice and poise of 
the nurse are vital influences in the convalescence of 
the patient.” 

Each afternoon Miss Wanda Caswell, the hos- 
pital’s social director pours tea for the nurses and 
teaches them elegance of thought and expression. 


Kingston General’s Health Section 

Announcement has made in Kingston that the 
new ‘Health Section” of the General Hospital is 
now open to the public. This section is for the treat- 
ment of women who, while not necessarily in immedi- 
ate need of medical or surgical attention, need ‘‘toning 
up”’ in order to attain a physical condition which will 
enable them to obtain the best out of life. 

The woman who is generally run down or debili- 
tated, who is overweight or who suffers from colonic. 
conditions, now has the very latest, scientific remedies 
at her disposal in this new section of the hospital. 








12 THE CANADIAN HOSPITAL 


Modern apparatus for such treatments has been 
recently installed in the department of the hospital 
under the supervision of Dr. W. A. Jones. This in- 
cludes a Schellburg apparatus for colonic irrigation, 
a“mechanical exercising and massage machine, an 
electric bath and many other health-aiding appliances. 
The hydropathic machine may also be used by patients 
taking treatment in the new section. 

UE 
Good Results from Group Nursing 

Special nursing in the hospital is often considered 
by the patient of ordinary circumstances as something 
which is highly desirable yet cannot be afforded, 
and this is, in many cases, very true. But there are 
times when special nursing is not only necessary but 
imperative and may mean the patient’s life. 

This problem has been studied for some time and it 
is interesting to note how Grace Hospital, of Detroit, 
has attempted to solve it. At the 1928 meeting of 
the Michigan Hospital Association, Miss Laura G. 
Meader, R.N., Directress of Nurses of the Grace 
Hospital, spoke of what had been done in this con- 
nection. 

After several meetings of a committee of the hos- 
pital council, composed of representatives from the 
different hospitals in Detroit, plans for group nursing 
were formulated, a number of the hospitals agreeing 
to try out the system as outlined. 

Grace Hospital, fortunate in the architectural 
arrangement of a section of the hospital buildings, 
was able to make plans almost immediately, selecting 
for the experiment a division composed of semi- 
private wards, each accommodating from four to 
seven patients. 

A group of three registered nurses was engaged, 
within three days another group, and the following 
month a third group was necessary. During the 
past year services of the three groups have been 
required almost continuously as well as a fourth group 
. from time to time. 

The nurses are engaged at a stated salary, for a 
straight 8-hour duty, to care for groups of from two 
to three patients. The period of duty for each nurse 
is changed regularly the first of each month. | Par- 
ticular care is exercised in the assignment of patients 
to each group of nurses, following the plan that each 
group of patients will consist of convalescent as 
well as the very sick, thereby making possible extra 
attention where most needed. 

During the year 281 patients have taken advantage 
of group nursing, ranging from a 12-hour service of 
one day to a 24-hour service the entire time that the 
patient has remained in hospital. 

Patients have appeared to be well satisfied, in 
many instances advising their friends on entrance to 
the hospital to apply for a reservation where group 
nursing is available. Others on return as patients 
have immediately asked for the group nursing service. 

The group nurses have proved co-operative, 
willing and interested.in their patients. The contact 
of the experienced nurses working in the wards where 
the pupil nurses are also on duty has proved of value 
to the training school. 

Miss Meader does not think that group nursing 
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has in any way proved a detriment to the regular 
special duty service. She does believe, however, 
that the result of their experiment of the past year 
has shown that the object of group nursing can be 
accomplished, that is, to provide, within the means of 
the middle-class a special nursing service. 
UE 
Paris Clinic One Hundred Years Old 

It was interesting to note recently in a despatch 
that a celebration had been held in Paris to honour the 
hundredth anniversary of the establishment of the 
first clinic in that renowned city. 

It appears that the clinic was begun and carried 
on by the Congregation of the Augustinians of the 
Sacred “Heart of Mary, and now, after a hundred 
years, it still continues its activities. 

At the time when the clinic was established, 
there were no clinics of any kind in Paris. At first 
this one was opened for people of the upper classes, 
but a free dispensary for pocr people was afterwards 
added. 

The clinic is located at 29 Rue de la Sante, and 
many physicians and surgeons of note have visited 
it to learn its methods and study its activities. 

When one thinks that a little more than one hun- 
dred years ago there were no clinics in Paris, it 
brings home the realization of the development which 
has taken place during the last century. Not only 
have amazing discoveries in medicine: and surgery 
been made during that time, but the methods of 
administering medical and surgical aid have become 
greatly changed and improved. System has been 
incorporated in medical education, standards have 
been adopted and, as one of the most apparent results, 
hospitals have become centres of research, prevention, 
social welfare work and of education, both professional 
and for the public. 

aa) 


Disabled Soldiers as Artists 

An exhibit of art work which commanded 
considerable comment was shown in Toronto recently. 
This consisted of painted fabricsdone by a group of 
disabled soldiers in England. First experimented 
with as occupational therapy work in Wharncliffe 
War Hospital, later carried on in a London slum, and, 
in 1918, established at the delightful model village of 
Woodseats, in the environs of Sheffield, this work is 
now under the supervision of Mrs. Godfrey C. 
Carter M.B.E., and Miss Jagger. 

The group is known as the ‘Disabled Sailors’ 
and Soldiers’ Association” and the location which has 
been chosen for their life’s work is ideal. Old No. 2 
Camp at the Coal Aston Aerodrome is the site of the 
model village. On the heights above Woodseats, the 
village comprises to-day about 30 brick dwellings. 

Of forty-seven men who are working on painted 
fabrics there are only 56 undamaged arms and 50 
undamaged legs. So seriously disabled are all of 
these men that it is almost impossible to find employ- 
ment for them elsewhere. - 

Lady Willingdon evinced a great interest in the 
exhibit when it was shown in Ottawa, and in England 
her Majesty the Queen set a fashion for gowns, shawls 
and parasols from the model village. 


July, 1928 


THE CANADIAN HOSPITAL 13 








Queen Alexandra Solarium, Malahat Beach, Vancouver Island 


Queen Alexandra Solarium near Victoria 
is Splendid Enterprise 


NE of the most favored spots on the continent 
for equable climate is the southern tip of 
Vancouver Island, on which is situated the 
city of Victoria. For this reason, two years ago, 
the citizens of Victoria began experimenting with a 
solarium. 

The inception of the idea, however, really dates 
back to 1922, when a mother in British Columbia 
wrote to Mrs. MacLachlan, the secretary, and later 
the superintendent, of the Women’s Institutes of 
British Columbia, asking for help in the treatment of 
her child, who was suffering from tubercular disease 
of the spine. The mother’s request met with instant 
response and the child was admitted to the Vancouver 
General Hospital. The Women’s Institute of Central 
Park, Vancouver, interested themselves in the child 
and subscribed a sum of money towards the expenses 
of the treatment. 

This appeal for help for a crippled child was the 
starting point of a movement in the Women’s Insti- 
tutes of British 
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Fecal 





toria, however, originated in the mind of Dr. Cyril 
Wace, formerly a practising surgeon in London, Eng- 
land. He went to Victoria before the war in search 
of health for his family. He had worked with Sir 
Henry Gauvain at the Treloar homes in the south of 
England and elsewhere and was also familiar with the 
remarkable success which had attended the treatment 
of crippled children by Dr. Rollier in the Swiss Alps. 
Victoria appealed to him as the place for a solarium. 
He placed his idea before Dr. H. E. Young, medical 
officer of health for British Columbia. They were 
able to convince others of the great opportunity for 
such an institution and thus the Vancouver Island 
committee of the Women’s Institutes Hospital As- 
sociation for Crippled Children was formed, while 
later a separate society was incorporated under the 
title of the “Queen Alexandra Solarium for Crippled 

Children.” : 
On May 10, 1926, Lord Byng, while paying his 
farewell visit to Victoria, turned the first sod at the 
solarium site, 





Columbia to raise 
the necessary 
funds to build in, 
or near, Vancou- 
ver a modern 
Children’s Hos- 
p:tal, and the 
Women’s _Insti- 
tutes Hospital 
Association for 
Crippled = Chil- 
dren was formed, 
with headquar- 
ters in Van- 
couver. 

The idea of a 
solarium*‘in Vic- 








Fresh Air, Sunshine and Exercise are the Rule 


which is. at 
Malahat Beach, 
Vancouver Is- 
land, British 
Columbia. On 
September 15, 
1926, Sir Henry 
Gouvain and Sir 
James Craig, 
premier of North- 
ern Ireland, and 
distinguished per- 
sons from various 
parts of Canada 
attended the op- 
ening ceremonies. 


The construc- 
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Beds are Wheeled to the Spacious Verandah 


tion of the Queen Alexandra solarium was made a 
community enterprise by the people of Vancouver 
Island, with Victoria naturally assuming the lion’s 
share of the work and finances. 

The building is of the bungalow type and has a 
total length of 240 feet by an average width of 50 feet 
and is facing east, slightly angled to south. The 
entire building rests on solid concrete foundation walls, 
the inside walls being finished in hardwall plaster with 
“‘Lamatco” panel dadoes; the outside walls, which 
are frame construction. are finished in cement stucco; 
and the roof covered with slate-surfaced roofing. 

The main floor comprises the following: Three 
ward units (which are separated by folding sliding 
glazed doors) provide a total accommodation fo- 
about forty-five beds and cots. A special feature of 
these wards is the window arrangement in front—the 
windows being so planned that all may be opened and 
folded back out of the way, thus providing an open- 
fronted effect whenever desired. Three double doors 
give access from these wards to an open verandah the 
entire length of building and 12 feet wide. Sloping 
ways are provided from verandah down to the garden 
in front of building. 

On southwest corner of building is the enclosed 
verandah, 70 feet by 14 feet wide, with large bay 
window and an open fire place. This room is fitted 
up with blackboard and individual locker-seats for 
each child. : 

Separate lavatory accommodation is provided for 
boys and girls, 

On the north-west angle of building are separate 
nurses’ quarters, which consist of seven bedrooms 
with closets, etc., and a sitting room 14 feet by 16 feet, 
with bay window and panelled walls. 

There is a spacious, well-lighted kitchen, 16 feet 
by 20 feet, with coolers, etc., and a dining-recess for 
kitchen-staff. A pantry 12 feet by 14 feet adjoins 
the kitchen. 

Doctor’s office and plaster-room is provided next 
entrance on west side. 

Basement.—A fire-proof heating-chamber, v ith 
hot-water boiler and heater, etc., are provdied to take 
care of heating and domestic hot-water supply. 
Ample coal and wood storage adjoins heating-cham- 


ber, and a fuel hoist is provided up to kitchen on first 
floor. 

There is a large locker-room with separate lockers 
for each child’s clothing, etc. 

A small laundry is also provided in basement, with 
tubs, electric washer, dryer, and ironer. 

Accommodation has also been provided for 
janitor. 

Plumbing.—Modern fixtures have been installed 
throughout and all work has been carried out. in 
accordance with City of Victoria and Provincial by- 
laws, and certificates of inspection obtained. 

Heating.—-The building is heated by the hot-water 
gravity system, with hospital pattern radiators in the 
rooms. 

Electrical.—A separate building houses the 18-21- 
horse-power engine and dynamo, etc., for generating 
the electric current for lighting and power purposes. 
All wiring is in steel conduit throughout building. 

Water supply is obtained from a creek above the 
west side of Malahat Drive, where a dam has been 
installed, and a ram elevates the water to a 10,000- 
gallon redwood storage-tank. From thence it is 
carried to the building by gravity in a 4-inch wood- 
stave pipe, having a total length of 3,160 feet. The 
pressure at building averages 50 Ibs. per square inch. 

Fire protection.—A 2%-inch iron pipe is carried 
from the end of above wood pipe to four fire-hydrants 
in the building, which are each provided with 100 feet 
of fire underwriters’ hose on reels, with valves ad- 
joining. In addition to the above, three chemical 
fire extinguishers have been installed, and provision 
has also been made for future hydrants outside the 
building if required. Fire alarms and gongs have also 
been installed. 

Kitchen Staff Quarters—The building known as 
The Chalet was remodelled to provide this accom- 
modation, which comprises three bedrooms, sitting- 
room, kitchen, bathroom, closets, etc. 

The directors have steadily pursued the policy of 
improving the facilities for the treatment of the chil- 
dren and ‘the general organization of the work. A 
concrete salt-water swimming pool, having a floor 
space of 2,800 feet, was completed in September. It 

Continued on Page 36 
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Kingston General Hospital Keeps Pace with 
Modern Requirements 


The opening of the new nurses’ home at the 
Kingston General Hospital marks the erection of the 
seventh building to be either constructed or re- 
modelled since the commencement of active building 
operations in 1924. During the past year, especially, 
much progress and development have been made in 
order to keep up with the requirements of modern 
medical science, and in order to maintain that high 
standard of efficiency which that institution has set 
for itself. 

Not only has the new nurses’ home been com- 
pleted and officially opened, but the old Doran 
building has been completely remodelled throughout 
the interior and: is now being used for the accommo- 
dation of children. The new building for the nurses 
is an irregular ‘‘L”’ shape, and is connected to the east 
end of the old residence. The entrance to the build- 
ing faces towards the southeast diagonally across the 
intersection of George and O’Kill streets. Upon 
entering the main vestibule with its colored tile walls 
and marble terrazo floor, we are led into the main 
foyer off which are a large living room, reception room 
and administration office. These rooms are finished 
in a distinctive architectural character, developed 
from the early American architecture of colonial times. 








The woodwork in the reception rooms is enamelled 
white, whereas in the living room all of the woodwork 
is stained a rich dark-brown color. The plaster in 
these rooms has been given a special hand-worked 
finish, and all of the hardware and other metal is 
hand wrought iron made to special designs. 

To the right and left of the main foyer we enter 
through a doorway into a corridor leading to the 
mbes private rooms. On the first floor is also a 
suite of three rooms for the superintendent of nurses. 
Off the living room is a small tearoom where light 
refreshments can be prepared by the nurses for enter- 
tainments or for their evening snack before retiring. 

The new building accommodates 120 nurses on 
three floors which, with the exception of twenty, are 
all in single bedrooms. On each floor in both wings 
there are toilet and bathrooms of the latest type with 
the most modern plumbing fixtures and sanitary 
finishes generally. On the second floor at the centre 
is a sitting room with a balcony off it on the court 
side of the building, thus giving the nurses a sitting- 
out place protected from the view of the public. 
Above the third floor on the level of the adjoining 
roof is a large solaria lounge approximately 35 feet by 
42 feet, having windows on four sides. This makes a 
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delightful room for the nurses to lounge in after a busy 
day, the windows of which give a pleasant view of the 
surrounding district and across the lake. 

The construction of the building is of semi-fireproof 
nature, the exterior walls being built of Kingston lime- 
stone. The corridor walls are of hollow terra cotta 
tile and most of the partitions of 2-inch solid plaster, 
thus leaving only the floor construction, interior trim 
and furniture of wood. At the end of each wing are 
located two fireproof staircases which give easy access 
to the different parts of the building and at the same 
time act as fire escapes should the necessity ever arise. 
Adjoining one of these is a small hoist for carrying up 
the furniture, nurses’ trunks, etc. 

Each nurse’s single bedroom, while small, is 
nevertheless ample for her use and comfort. In each 
room is a built-in wardrobe containing a series of indi- 
vidual cupboards for the various personal articles 
belonging to the occupant of the room. Each room 
also contains a sufficient number of electric outlets 
for the nurse’s convenience. ‘ 

The basement floor at the southwest end is almost 
wholly out of grade, and in this is provided accom- 
modation for two large class rooms and several other 
rooms belonging to this department. The two large 
class rooms can be opened up into one large room, 
approximately 32 by 60 feet, which makes an excellent 
place for dances or other entertainmient. 

The old nurses’ residence has also undergone 
extensive remodelling and redecorating, the first floor 
of which has been set aside for the exclusive use of 
the various supervisors and senior nurses with their 
own private sitting room. 

The provision of suitable accommodation for 
children has been a problem with the Board of 
Governors for some years, and the remodelling of the 
old Doran building fills a long felt want. The chil- 
dren’s section is now one of which the hospital authori- 
ties may feel justly proud. On the ground floor of 
this section rooms are being provided for the accom- 
modation of mothers with their children. It has been 
found by experience that when a child of tender age 
requires hospital attention the mother of the little 
patient is often reluctant to leave her child, while on 
the other hand the child itself is more contented and 
happy, and therefore more amenable to treatment, if 
the mother is present. With these matters in view 
the hospital authorities planned accommodation so 
that the mother may be with her little one when she 
so wishes, these rooms containing beds for adults as 
well as the cots provided ior the little patients. 

On the second floor of this section are compara- 
tively large, airy, bright wards for the accommodation 
of children who are not being accompanied by their 
mothers during treatment, while a bright large sun- 
parlor enables the children to obtain fresh air and 
sunshine so important to their health. 

The most modern sanitary equipment has been 
installed in this section, while an operating room 
where minor operations can be performed is being 
equipped, and all that remains to be done in the 
children’s section is to instal the furnishings which 
will bring the wing on to an equal footing with the 
other sections of the hospital. 
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A landscape architect is being consulted with a 
view to obtaining expert advice regarding the best 
method of laying out the grounds and it is hoped that 
the work will be commenced this summer. 

Still another forward step taken during the past 
year, one in fact which has not yet become definitely 
active, is the establishment of a health department in 
conjunction with the physiotherapy department, 
under the charge of Dr. W. A. Jones. In this depart- 
ment personal hygiene, and treatments for the better 
health of the patient by methods recently improved 
by modern scientists, are administered to women, 
while in the near future it is hoped that the same 
treatments will be available for male patients. 

Another improvement, and one upon which the 
architect has been asked to submit sketches, is to be 
carried out in the construction of a covered passage- 
way, or arcade, connecting the Doran wing, now the 
children’s section, with the main hospital building, so 
that it will be possible to accommodate children who 
are to undergo major operations in their own wing, 
without having to transport them in the open air 
between their own rooms and the hospital’s operating 
theatre. 

With the completion and occupation of the new 
nurses’ home, the ward maids and other female em- 
ployees of the institution have been enabled to occupy 
their proper sleeping quarters, those quartérs formerly 
occupied by the nurses but originally intended for the 
purpose for which they are now being used. 

In these quarters each maid has a particularly 
attractive and bright room of her own, while the other 
accommodation in the building is up-to-date in every 
respect. The result of this has naturally been that 
employees have become more contented and happy 
so that it is seldom, if ever, that any of them volun- 
tarily give up their positions. 





Canadian Public Health Association 
The meeting of the Canadian Public Health 
Association will be held in Winnipeg on October 11, 
12 and 13 next. In addition to the regular routine, 
the Association will deal with the recently announced 
decision of the League of Nations Health Committee 
to institute an international cancer campaign. 


Ontario Hospital Association 


The fifth annual convention of the above Associa- 
tion will be held in Toronto on October 18th and 19th. 
The meetings, by courtesy of the Toronto Academy 
of Medicine, will be held at 13 Queen’s Park. 

Members and others interested are asked to make 
a note of these dates and keep them free for attending 
the meetings. Out-of-town visitors are advised to 
make early hotel reservations. 

The printed programme, giving full details of 
arrangements, will be distributed towards the end of 
September. All communications for the Association 
should be addressed to the office of the Hon. Secretary- 
Treasurer, Dr. F. W. Routley, 410 Sherbourne Street, 
Toronto 5, and marked O.H.A. 
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_ Asstnrpora, SasK.—Tenders are being called for 


the erection of a nurses’ home to be built in conjunc- 


tion with the new Union Hospital. 
* * * 


Bic VALLEY, ALTA.—A new hospital, to be known 
as the Elks’ Free Hospital, and administered by 
Catholic Sisters, is to be opened here in June, accord- 
ing to Father J. J. Nolan. The building, which has 
formerly been used as a hotel, has been remodelled 
and renovated and will have accommodation for 
about thirty-three beds. 

. * * 

BRANDON, MAn.—A new nurses’ home is to be 
built at the General Hospital, at a cost of approxi- 
mately $45,000. It will be 35 by 85 feet, of reinforced 
concrete and brick, fireproof throughout, and will 
have accommodation for 110 nurses. After the com- 
pletion of the nurses’ home, the hospital board intend 
to proceed with the reconstruction of the medical 
building. 

* * * 

CaLcary, ALTA.—The General Hospital Board of 
the City of Calgary contemplate the erection of a new 
hospital on Murdock Road, to cost approximately 
$1,000,000. The building will be of fireproof con- 
struction throughout and will contain about 200 beds 
and the latest hospital equipment. 

* - * 


CHARLOTTETOWN, P.E.I.—It has been decided to 
build a new hospital at Charlottetown and to proceed 
with the building as soon as the question of a site is 
decided upon. Sketch plans have been submitted 
both for a new building and for the remodelling of the 
present one. The total estimated cost of the new 
building, which is to contain sixty beds, is in the 
neighbourhood of $200,000. 

* * * 

DurHaAM, OnT.—Plans are now being prepared for 
an addition to the Durham Red Cross Hospital. 
The new wing will provide twelve more rooms, which 
it is hoped will take care of the requirements for some 
time. 

* . * 

Epmonton, ALta.—Construction by the Domin- 
ion Department of Indian affairs of a hospital at 
Cardston costing $50,000 has been announced in 
advices received from Ottawa. Work on the build- 
ing, which is intended for the use of the Blood Indians 
of the Cardston area, will be commenced almost 
immediately. 

“ * * 

GALAHAD, ALTA.—Work on the Galahad Hospital 
is progressing favourably and it is expected that the 
new brick structure will be ready for occupancy about 
August 1st. 

Continued on Next Page 





SURGEONS’ GLOVES 


Made To Order To Fit Any 
Deformed Hand 











As a special service to surgeons we are prepared 
to make gloves exactly duplicating the shape of 
any deformed hand. 


Write for specific instructions for measure- 
ments. 


Sterling Made-in-Canada Surgeons’ Gloves offer 
every worth while feature. 


Sterling Rubber Company 


LIMITED 
GUELPH - CANADA 


Largest Specialists in SEAMLESS Rubber Gloves 
in the British ~——— 


























TRISEPTOL 


(HARTZ) 


—for Satisfaction 


TRISEPTOL is freely soluble in 
water, is not caustic and not 
nearly so toxic as Carbolic. 


TRISEPTOL on account of its 
high germicidal power is most 
economical. 


TRISEPTOL is manufactured in 
CANADA by 


J. F. HARTZ Co. 


Limited 
TORONTO - MONTREAL 
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Q pio tai Controls 


The Precision 100 point 
















Auto Transformer Control 
is standard equipment with 
Precision Coronaless Model 
II and Super High-Speed 
150 K. V. Generators, also 
available with 6-60 Plus 
and Laboratory Special 
Generators at moderate ad- 


ditional cost. 





























DO NOT PERMIT 
yourself to be misinformed— 


LEARN THE FACTS 


concerning this truly important 
contribution to radiography. 


Write at once for 


Circular No. 220 


Sold and satisfactorily serviced 
by reliable representatives in 
practically all parts of the 


world. 
ACMETNTERNATIONAL XRAY ( 


725 WEST LAKE STREET 
CHICAGO, U., S. A. 
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HALiFAx, N.S.—Owing to the increasing need of 
greater accommodation at the Halifax Infirmary, the 
Sisters of Charity have secured a suitable site on 
Queen Street, where a modern 100-bed hospital is to 
be erected. The new structure will be fireproof and 
will contain private rooms, a maternity wing, X-ray, 
laundry, and all other necessities. The plans are 
being drawn up and building operations will com- 
mence in a few months. 


* * * 


HAiFrax, N.S.—The new Infectious Disease Hos- 
pital, which has been erected at an approximate cost 
of $80,000, is now almost ready for occupancy. The 
hospital has been constructed along the lines of in- 
fectious hospitals in other parts and will be modern in 
every way. 

* * * 


HAMILTON, OnT.—Announcement has been made 
by Dr. J. J. Williams, Medical Superintendent of the 
Ontario Hospital at Hamilton, that substantial addi- 
tions will be made to the hospital this year. Accord- 
ing to Dr. Williams, a new infirmary will be erected 
at a cost of $65,000, an assembly hall will be built at 
a cost of $60,000 and an addition to the nurses’ home 
will be erected at a cost of $50,000. 


& * * 
HAMILTON, OntT.—Building operations are ex- 
pected to start at an early date for the construction 
of a new brick pavilion at the Mountain Sanatorium 
at a cost of about $100,000. The new pavilion is a 
gift to the hospital by Mr. and Mrs. Southam and will 
be known as the Southam Pavilion. 
* * # 


KIMBERLEY, B.C.—The new wing of the Kimber- 
ley Hospital has been formally opened with a recep- 
tion held by Matron Miss M. Milburn. The new 
wing, which is of equal dimensions with the old, is 
80 feet by 30 feet, with full basement and two floors. 
Together with the old building, which has been re- 
modelled, provision has been made for fifty-two beds. 
The latest and best equipment has been installed in 
the operating room. 

* co * 


KINGSTON, OnT.—A tentative date set for the 
opening of the: Mowat annex to Rockwood Hospital 
is July ist. The buildings are being entirely rebuilt. 
A modern kitchen has been erected, the dining room 
enlarged and other modern improvements have been 
carried out. The building will be used for the treat- 
ment of the mentally sick in the same way as the 
present Rockwood Hospital. 


* * * 


LETHBRIDGE, ALTA.—The contract for the erection 
of Vulcan’s new municipal hospital has been awarded 
and the work will be proceeded with at once. The 
estimated cost of the hospital plant is $30,000 and 
the equipment and furnishings will probably cost 
another $7,000. 


Continued on Page 23 
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NTYLLUS, the famous Greek 
surgeon who practiced in Rome 
during the golden age of surgery (circa 
200 A.D.) was first to employ liga- 
tures in aneurysm. He recommended 


ligation of the vessel at either side of 
the sac, and evacuation of the tumor 
by incision before extirpation to pre- 
vent slippage of the ligatures through 
vascular tension. He used catgut, or 
Celtic linen purchased at a shop in the 
Via Sacra near the Temple of Rome. 





D&G Sutures 


“THIS ONE THING WE DO” 


DAVIS & GECK 


INC. 








Kalmerid Catgut 


ERMICIDAL. Exerts a bactericidal ac- 

tion in the suture tract. Supersedes 

the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t Heat sterilized. 








The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 


BOILABLE* NON-BOILABLE 
NO, NO 
BRO G istvciscsds PLAIN: GASGUT 655 icee hae 1405 
C1 Sepp eee 10-Day CHROMIC........... 1425 
ERE Gicsccccees 20-Day CHROMIC........... 1445 
GEOR iinssces 40-Day CHromIc........... 1485 
Sizes: 000..00..0..1..2..3..4 


Approximately 60 inches in each tube 


Package of 12 tubes of a size..... $3.00 


Less 20% on gross or more or $28.80, net, a gross 


Claustro-Thermal Catgut 
~~ Sterilized by heat after the 


tubes are sealed. Boilable.* Unusual- 
ly flexible for boilable catgut. 











Siges: 000. .00,.0..51..2..53..4 
Approximately 60 inches in each tube 


Package of 12 tubes of a size.....$3.00 
Less 20% on gross or more or $28.80, net, a gross 


D&G Sutures are 
always found 
neutral under the 
most delicate ti- 
tration tests. This 
is one of the rea- 
sons they uniform- 
ly behave well in 
the tissues. 








Atraumatic Needles 


OR GASTRO-INTESTINAL suturing 

and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 


Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, respectively, 60 per cent 
and 30 per cent of its initial strength. 
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eran 
CURVED NEEDLES ARE IN FLAT TUBES 


NO. INCHES INTUBE DOZEN 
1341..STRAIGHT NEEDLE........... OY ar $3.00 
1342..T wo StraicHtT NeEeEDLEs...36...... 3.60 
1343..¥e-Circte NEEDLE.......... See 3.60 
1345..¥2-Circte NEEDLE.......... SB ccs 3-60 


Less 20% discount on one gross or more 
Sizes: 00..0..1 
Packages of 12 tubes of one kind and size 


Kangaroo Tendons 


CS being impregnated with 
potassium-mercuric-iodide.t Chromi- 
cized to resist absorption in fascia or in 
tendon for approximately thirty days. The 
non-boilable grade is extremely flexible. 


we £ ~ fh ison sony dtes tine aes 
7 wren eee ; mig 


SIG sesin ivcesean ctiwerays Non-BoitaBte Grape 
inci sskcéasses savin *BortaBLe Grade 
Sizes: 0..2..4. .6..8, 36. 124 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 
Package of 12 tubes of a size... .. $3.00 
Less 20% on gross or more or $28.80, net, a gross 
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D&G Sutures are obtainable from responsible dealers everywhere; or direct, postpaid 




















Non-Absorbable Sutures 














NO. INCHES IN TUBE 


350..CELLULOID-LinEN........ ae 000, 00,0 
360..HORSEHAIR.............. CO kkninrcosnins 00 
390..Wuire Sitkworm GuT..84......... 00,0, 1 
400..Biack Si.kworm GutT..84......... 00,0, 1 
450..WHiTE TwisTep SILK...60........ 000 TO 3 
460..Biack Twistep SILK.....60........ 000, 0,2 
480..Wuire Braipep Sitk.....60...... 00,0,2,4 
490..BLack Braipep SILk.....60......... 00,1,4 
BOILABLE 


Package of 12 tubes of a size... .. $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Short Sutures for Minor Surgery 


Sp ns aaa jp ee 








SIZES 
802..PLain Katmerip CaTGUT..20..00,0, 1, 2, 3 


NO. INCHES IN TUBE 


812..10-Day Kaumerip ‘‘ __..20..00,0, 1, 2, 3 
822..20-Day Katmerip ‘* __..20..00, 0, 1, 2, 3 
862..HORSEHAIR............2000+ BOivas cae sat svael 
872..WuHiTE SitkKworM GUT...28..........000- ° 
882..WuiTe Twistep SILK......20...... 000, 0, 2 
892..UmaiticaL Tape........... 24...Ye-IN. WIDE 
BOILABLE 
Package of 12 tubes of a size..... $1.50 


Less 20% on gross or more or $14.40, net, a gross 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 





SIZES 


NO. INCHES IN TUBE 
904..PLain Katmerip CaTGuT..20..00,0, 1, 2,3 


--20..00, 0, 1,2, 3 
«620.100, 05'85 25 4 


914..10-Day Kaumerip *‘* 
924..20-Day Karmerip ‘¢ 


964..HORSEHAIR........+2+00000s WB iovcaceasese fore) 

974..WHITE SILKWORM GUT...28........000005 ° 

984..Wuitre Twistep SILK......20...... 000, 0,2 
BOILABLE 

Package of 12 tubes of a size..... $2.40 


Less 20% on gross or more or $23.04, net, a gross 


The ash of D&G 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizing 
process. 





Obstetrical Sutures 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 





of, peer suture of 40-day Kal- 
merid germicidal catgut, size 3, 
threaded on a large full-curved needle. 







j BOILABLE 
5) No.650. Package of one tube. . $.30 


Less 20% discount on one gross or more 


Circumcision Sutures 


. el 2 












Ferry suture of Kalmerid germi- 
cidal catgut, plain, size 00, threaded 
on a small full-curved needle. 


BOILABLE 


No. 600. Package of 12 tubes... . . $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Universal Suture Sizes 


All sutures are gauged by the standard 
catgut sizes as here shown 
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*These tubes not only may be boiled but even may 
be autoclaved up to 30 pounds pressure, any num- 
ber of times, without impairment of the sutures. 


+Potassium-mercuric-iodide is the ideal bactericide 
for the preparation of germicidal sutures. It has a 
phenol coefficient of at least 1100; it is not precipi- 
tated by serum or other proteins; it is chemically 
stable —unlike iodine it does not break down under 
light and heat; it interferes in no way with the ab- 
sorption of the sutures, and in the proportions used 
is free from irritating aétion on tissues, 
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MINIMIZED SUTURE TRAUMA 





ORDINARY NEEDLE | ATRAUMATIC NEEDLE 
Photomicrograph of ordinary intes- Photomicrograph prepared under 
tinal needle penetrating the stomach identical conditions, of the D&G 
wall. Note excessive trauma pro- Atraumatic Needle with suture at- 
duced by the doubled catgut. tached. Note minimized trauma. 


D&G ATRAUMATIC NEEDLE 
Affixed to the Boilable Grade of 
20-Day Kalmerid Germicidal Catgut 


FOR GASTRO-INTESTINAL AND MEMBRANE SUTURING 











ee IN PACKAGES OF TWELVE TUBES OF ONE KIND AND SIZE ae 

NO. TUBES 
1341. A straight intestinal needle affixed to a 28-inch suture........ $3.00 
1342. Two straight intestinal needles affixed to a 36-inch suture........ 3.60 
1343. A %-circle intestinal needle affixed to a 28-inch suture........ 3-60 
1345. A half-circle intestinal needle affixed to a 28-inch suture........ 3.60 


SIZES: 00..0..I 
20 PER CENT DISCOUNT ON A GROSS OR MORE—POSTPAID 














DAVIS & GECK INC. 4 211-221 DUFFIELD STREET + BROOKLYN, N.Y.,U.S.A. 












































July, 1928 


Continued from Page 18 


Mrmico, Ont.—Improvements are to be made at 
the Ontario Hospital at Mimico. The old institution 
is to be rehabilitated before long and put in first class 
condition. 

« * * 

Moncton, N.B.—According to Sister Angele de 
Brescia, Mother Superior of the Hotel Dieu Hospital, 
that institution should be completed and ready for 
occupancy during the latter part of June or, at the 
latest, early in July. 

* * * 

Monroe, Ont.—The Sisters of St. Joseph, a 
nursing order of Kalamazoo, have agreed to build 
and operate a hospital here, starting with a capacity 
of fifty beds, it has been announced. 

* * * 

Mount Forest, Ont.—Tenders are being asked 
for by the trustees of the Mount Forest General 
Hospital for the construction of a two-storey brick 
on concrete addition 'to the hospital. 

* * * 

MONTREAL, QuE.—Definite steps have been taken 
in connection with the proposal of the Grey Nuns 
Order to increase the accommodation of the hospital 
under their administration at St. Laurent, Quebec. 
[t is understood that an addition to the present 
hospital building will be erected. 

* * * 

NortH SypneEy, C.B.—It has been reported that 
the Directors of the Hamilton Memorial Hospital are 
making arrangements to build a large addition to the 
hospital this summer. Plans are now being prepared 
for the new building. 

* * * 

NortH VANCOUVER, B.C.—Final plans and speci- 
fications of the new sixty-bed hospital to be erected 
jointly by the City and District of North Vancouver 
at a cost of $160,000, have been approved by the 
Hospital Board. The building will be of reinforced 
concrete construction and thoroughly modern. The 
construction of the building, which will be located 
close to the present hospital, will commence in June 
and, it is expected, will be completed by the end of 
November. 

* * * 

OwEN SounD, Ont.—Foundation work has started 
in the erection of a twenty-bed addition at the 
northern end of the General and Marine Hospital. 
The addition is three storeys and full basement in 
height and is to be about 88 feet by 42 feet. There 
will be a concrete skeleton with brick walls, concrete 
foundation, steel floorpan, Barrett bonded and paroid 
roofing, maple flooring in basement, with linoleum- 
covered concrete on the other three floors, pine and 
enamel trim, steam heating and electric lighting. 

* * * 

PETERBOROUGH, ONT.—An extension to Nicholls 
Hospital to provide sixty more beds, modern heating 
facilities and refrigeration plant is contemplated by 
the Hospital Board. It will cost about $350,000 and 
will increase the capacity to 150 patients. 


Continued on Page 35 
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a motor 


It is not so much what you see as what you cannot 
see in a FINNELL that makes it the logical choice 
of a business man investing in floor pees ah pol- 
ishing equipment. 


In every FINNELL there is a lifetime of invent- 
ive skill—placed there by the man who first develop- 
ed a workable power driven floor scrubber. There’s 
a quarter century of mechanical development. 
There is a widespread organization—a service branch 
in nearly every principal city of the Dominion 
besides those in the United States, England, 
Australia, and Sweden. 


InaFINNELL you get more than just a machine. 
You get incomparable floor cleanliness, noiseless, 
dependable operation, long and trouble free service, 
and the aid of a corps of floor maintenance experts 
who have met and mastered every conceivable floor 
maintenance problem. You get a machine that can 
wax, polish or scrub with equal ease and efficiency. 
It can also remove varnish and do light sanding. 


There is a FINNELL for your need and 
at a _budget-protecting price. Eight 
models—a right size for any amount of 
floor space and any kind of floor—wood 
or composition, crowded or open. Have 
a FINNELL man examine your floor. It 
will cost you nothing. If he cannot show 
you a way to get better results or a 
way to cut your cleaning costs he will 
candidly tell you so. our enquiry 
places you under no obligation. 
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Modern Addition to 


The cornerstone of the new wing, which makes a 
handsome addition to St. Joseph’s Hospital at Vic- 
toria, B.C., was laid on March 18, 1928. Plans for 
this new wing had been made for a long time but it 
was only last year that the Sisters found themselves 
financially able to make a start on the much-needed 
addition. The new structure, which will cost in the 
neighborhood of $365,000, is being erected to the east 
of the present building in an ‘‘L’’-shaped formation, 
with the branches of the “‘L”’ four and five stories high, 
respectively. The exterior will conform to the same 
style of structure as the present building, and the wing 
will be of reinforced concrete and thoroughly fireproof 
throughout. 

One branch of the wing will extend for 146 feet at 
right angles to the east of the present building, joining 
the Collinson Street face of the present structure, 
turning south down the turn of the “L”’ to a further 
distance of 142 feet. The southerly portion of the 
new wing will be four stories in height, and the easterly 
section five stories. The whole of the section will be 
thoroughly equipped in every feature, with walls of 
apple-green tile and pearl-grey tile floors. 

A modern and complete hot-water heating plant 
will be established in a basement to be excavated near 
the juncture of the two buildings. 

This is a feature that has long been needed. In 
the present building the quantity of fuel burned is 
enormous as there are three furnaces necessary to 
keep the building properly heated. These will be 
done away with, as the whole building will now be 
heated from the central plant in the new unit. 

On the ground floor the new wing will include 
diniag-rooms, sisters’ accommodation and living quar- 


St. Joseph’s, Victoria 


ters, nurses’ accommodation, and the various business 
offices, as well as the telephone exchange, and the 
record room, wherein are kept complete records of all 
cases treated in the hosoital. 


An up-to-the-minute X-ray department, electrical 
treatment rooms, and Jike accommodation will be 
contained in half of the second floor, with provision for 
all necessary aids to the operation of this branch of the 
institution. 


Two children’s wards, with bathrooms and special 
fittings, will also occupy a prominent place on the 
second floor, with the balance devoted to private 
rooms. 


A feature of the private and semi-private rooms 
throughout the new building will be baseboard night 
lights, shaded so that they will light up the floor of 
the rooms only and permit of the use of the rooms 
at night for nursing services without disturbing 
patients asleep. 


The third floor will be devoted to private rooms, 
many with baths attached, and also diet kitchens 
and incidental offices. Semi-private rooms will also 
be contained on this floor, with two beds to a room. 

On the fourth floor will be contained the new 
maternity department, with private and semi-private 
rooms with preparation rooms and the usual offices 
on a fully modern scale. Facing south will be two 
nurseries, with special bath rooms and fittings, as 
well as doctors’ quarters. 

Seven operating rooms will be contained on the 
fifth floor, including two for major operations, one 
for dental operations, one septic operating room, one 
dark room, one for cases of the eye, ear, nose and 
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Remote Con'rol Booth for ““Snook’? 
at Cook Counry Hospital, Chicago, 
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“Tf others have had as little trouble 


with their X-Ray Transformers as I have had in 
ten years, they must be Snook users” 


HIS is the statement of a roentgen- 

ologist who installed a Victor-Snook 
X-Ray Transformer ten years ago, and he 
adds the information that he is using his 
Snook “on an average of at least 20 hours 
a week in treatment work, at 140K.V. P., 
as well as for radiography including 100 
ma. technic.” Says we may give his name to 
those desiring further information. 


A short time ago a questionnaire was 
sent out covering 150 Victor-Snook ma- 
chines that were installed ten years ago. 


VICTOR X-RAY 


Manufacturers of the Coolidge Tube Q\j 
and complete line of X-Ray Apparatus 


Up to this writing returns have been re- 
ceived on 132, and it has been extremely 
interesting to learn not only that all of these 
are in actual use today, but of the general 
satisfaction expressed by their users. The 
outstanding fact brought out through these 
questionnaires is that the Victor-Snook of 
ten years ago is equal to the demands of 
the X-ray art of the present, even with 
the advanced technics that have been 
evolved in this decade. 


There is only one “Snook.” 


CORPORATION 


Cro Physical Therapy Apparatus, Electro- 
aise cardiographs, and other Specialties 


2012 Jackson Boulevard Branches in all Principal Cities Chicago, Illinois, U.S.A. 








A GENERAL ELECTRIC 


ORGANIZATION 
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Historical Sketch of St. Joseph’s Hospital 
at Victoria, B.C. 


St. Joseph’s Hospital at Victoria, B.C., is one 
of the oldest hospitals in the province, having been 
first opened on June 25th, 1876, with Sister Mary 
Bridget, one of the first five sisters of St. Ann who 
came to Victoria, in charge. 

Sister Mary Bridget is still living at St. Joseph’s 
Hospital and, although retired, retains her interest 
in every detail of the great institution. The corner- 
stone for the first building was laid on August 21st, 
1875, by Hon. J. S. Helmcken, one of the greatest 
friends that the Sisters of St. Ann have ever had, and 
whose memory is still, and always be, cherished by 
them. Without financial reserve, the first hospital 
building was begun, the sisters in charge largely 
depending upon a munificent Providence, which, 
fortunately, did not fail them. Generous donations 
laid the foundations and constructed the first very 
modest hospital which is still the popular Collinson 
Street entry to the present building. This first 
hospital afforded accommodation for thirty-five pa- 
tients and was built at an approximate cost of $14,000. 
This hospital was a great asset to the nursing and 
medical profession of Victoria, but scarcely a decade 
of years had elapsed before more funds had to be found 
to enlarge the small building and supply pressing 
needs. In 1888 the original hospital was added to and 
made a three-storey structure, giving room for thir- 
teen additional private patients. An extension to 
‘the south was built at this time and supplied much 
needed accommodation for the sisters. 

Another ten years had not passed before more 
urgent improvements again had to be confronted. 
A passenger elevator was indispensable. A surgery 
had to be equipped. Additional private, semi-private 
and public wards must be built, and all these modifica- 
tions meant a further large outlay. But where were 
means to be had? The only course open was to 
borrow, and, in spite of worry, the management 
still kept an unshaken reliance on that unfailing 
Providence by whom their predecessors had been 
supported. 

Became 150 Bed Hospital 


Science in the medical line, surgery and nursing 
made such rapid progress at the beginning of the 
present century, that the erstwhile hospital, with its 
limited accommodations and equipment, became 
inadequate. Hence, in 1908, in order that St. Joseph’s 
might continue in the vanguard, a very heavy loan 
was contracted and the modern commodious wing, 
fronting on Humboldt Street, was erected. It con- 
tains private and semi-private wards: By means of 
this last roomy addition St. Joseph’s became a 
150-bed hospital. The solariums and covered veran- 
dahs gave much long-needed comfort to patients, 
where they could benefit by the outside air and sun- 
baths, 

And now, once again, although this time after 
twenty years, St. Joseph’s is being added to. The 
1928 addition, however, is as large as the three 


former wings, and, of course, much more modern 
and attractive in every way. From the sunrooms 
facing the south in the new wing will be obtainable 
one of the most glorious views of land and sea and 
mountain to be had in Victoria. To the south 
are the perpetually snow-capped Olympics and the 
changing waters of the Strait of Juan de Fuca; 
away to the right are the misty, blue Sooke Hills, and 
to the left is a splendid view of the mainland moun- 
tains, crowned by majestic Mount Baker, on clear 
days. 


Many Changes Made 


Besides the larger alterations, many and varied 
are the smaller ones that have been done in the 
hospital during its fifty-three years of service in 
Vietoria. The children’s ward was renovated in 
1919 through the proceeds of the first tag day held 
for the hospital. It has, in the present building, 
accommodation for fifteen children, and this accommo- 
dation, although as clean and cheery as it could 
possibly be, will be greatly improved upon in the new 
building. The comfort and relief of the children 
is greatly increased by generous donations of cribs, 
bedding, chairs, toys and various necessary accessories 
which kind friends of the sisters have given to the 
children’s ward. This ward is at present in the 
original building on Collinson Street on the main 
floor, while on the top floor of the same building is 
the maternity ward. Both these departments will 
be removed to the new wing as soon as it is com- 
pleted. 


One of the largest additions in recent years, 
although removed from the main building by about 
500 yards, is the tubercular ward. The old Vernon 
home, at one time one of the smart homes of Victoria’s 
elite, was in 1926 converted into a thoroughly modern 
tubercular ward, with spacious glass-enclosed veran- 
dahs where patients may sit by the hour in the 
warm sun and look out upon the green meadows and 
towering old oaks of Beacon Hill Park, with a glimpse 
of ‘rippling blue sea in the distance. ‘Vernon Villa,” 
as this department is called, has modern accommoda- 
tion for about fifteen patients. Two private rooms 
and a four-bed ward are on the ground floor, from 
which patients may be wheeled out on to the broad 
verandah. A bright living-room, which is used for 
all general purposes, linen rooms, baths and lavatories, 
occupy the remainder of the ground floor. The kitch- 
en appointments are complete and special arrange- 
ments are made for the patients’ trays, each room 
having its own particular and danity pattern of 
China. A tiny dining room for the staff in charge, 
with a little living suite of two rooms, constitutes 
the community part of the building. On the second 
floor a three-bed ward, two private rooms and a 
semi-ward, through one of which, by a small hallway, 
access is given to the glass-enclosed verandah, where 
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SILENCE 
“Silence” in alcohol 
refers to the “‘Alde- 
hyde” and “'Fusel Oil’’ 
content .... the less 
Aldehyde or Fusel Oil 
the greater the 
“*Silence™. 












& | LENCE 


CIN ALCOHOL) 


IS GOLDEN 


The prospector flushes away the silt and is re- 
warded with valuable gold. Our distillers by a 
patent process, remove all traces of “Aldehyde” 
and “Fusel Oil” and are rewarded with Alcohol 
that is absolutely “Silent” - - - without a trace 
of deleterious matter. 





Silence is Golden, particularly in Alcohol. No 
matter what formula you use . . . no matter for 
what you use it . . . “Silent”. Alcohol—alcoho 
entirely free of “Aldehyde” and ‘“Fusel Oil’, 


gives you better results and greater economy 


Gold Medal Alcohol . . . all formulae . . . 
“Silent” and only in Gold Medal Alcohol will 
you find this long-sought-for perfection. Place 
a trial order to-day, it is the same price as 
ordinary Alcohol . . . try it, watch results. 
Gold Medal Alcohol is so superior you need it 
in your hospital. 


THE ATLANTIC DISTILLING COMPANY 


LIMITED 
Industrial Alcohol for All Purposes 
Sales Offices DISTILLERY 
903 CASTLE BLDG., SAINT JOHN, 


MONTREAL, QUE. NEW BRUNSWICK 
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Sign an Order Today 


and enjoy Freedom 
from stiff starchiness 


The starch jinx with its unsightly 
smearing, high-lighting and _ board-like 
stiffness no longer presents a problem. 
Order a trial barrel of Satin Finish from 
your jobber and size your linens—just 
as they were originally finished at the 
textile mill. 





Keeps Coats, Aprons, Caps, 
Gowns, Uniforms, etc., 
looking like new. 


Remember Satin Finish is a sizing— 
just like we make for textile mills, only 
modified for laundry use. It penetrates 
—strengthens every thread aud puts the 
stiffening inside the fabric were it 
is invisible—no surface indication of 
stiffening is apparent. 


Sizing with Satin Finish is cheaper too 
—eliminates cooking, preparing, hand 
starching, second extraction, drying and 
dampening—six operations that cost time 
and labor are done away with when you 
use Satin Finish RAW, over the wheel. 


THE KEEVER STARCH COMPANY 


Hospital Department 
COLUMBUS, OHIO, U.S.A. 
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BURKE ELECTRIC 
and X-RAY CO. 
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Maintenance Service : 

The Kelley-Koett Co. : 
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The Burdick Corporation | 
Light Therapy Apparatus 
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Morse Wave Generator, Audotor, etc. 


490 Yonge Street 219 Medical 
Toronto 5 Arts Bldg. 
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MAPLE LEAF 


ALCOHOL 


For Every Hospital Use 
HIGHEST QUALITY BEST SERVICE 


Pure Ethyl Alcohol 
Cologne XX 69 O.P. Cologne 65 O.P. 
Ethyl No. 1 65 O.P. Ethyl No. 2 65 O.P. 
Absolute Ethyl B.P. Special grades to order 


Denatured Alcohol 
(All Formulae) 


A Technical Service Division 
is ready at all times to co-op- 
erate for the production of 
Alcohols best suited to your 
requirements. 


Tecce | mann 





CANADIAN INDUSTRIAL ALCOHOL 
COMPANY 3 g LIMITED 
Montreal Toronto Corbyville Winnipeg Vancouver 
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the patients spend most of their time. ‘Vernon 
Villa” isstaffed from the main hospital, of which it 
may be considered a department. There are two 
sisters and two nurses always in charge, with others 
always available should the need arise. The nurses 
return for their meals to the main dining room at St. 
Joseph’s and to the Nurses’ Home in the evening. All 
nurses in training come in turn to take a special course 
in this important branch of nursing. The grounds 
surrounding “Vernon Villa’’are extensive and at one 
time were the most beautiful in Victoria. And they 
still are glorious with their wealth of Old World 
flowers and scent of lavender and other old-fashioned 
blooms, for, while they are well kept, the flowers 
which were planted there more than half a century 
ago still remain to give the patients happiness and 
joy. 

In 1918 ‘Osborne Court,”’ better known to Vic- 
torians as ‘“The Oaks,” was taken over by St. Joseph’s 
Hospital as a home for its nurses who were in its 
training school. The home has its bright and airy 
bedrooms, its reception halls, cozy lobby, living- 
room and other rooms where the nurses spend their 
leisure hours. Each bedroom has hot and cold 
running water and in the building are nine bathrooms. 
Pianos and gramophones and well-stocked library 
shelves keep the nurses amused during their spare 
time. é 


Fifty-three year Record 


On this momentous occasion some interesting com- 
piling has been done by the sisters in charge of the 
hospital. They have found in the records that during 
the fifty-three years the hospital has been operating 
in Victoria nearly 60,000 patients have passed through 
its doors. There have been more than 4,000 babies 
born in the hospital. The school of nursing was 
opened in 1900, and since that time nearly 300 young 
women have been taught the great self-sacrificing 
profession of nursing. St. Joseph’s sent thirty-four 
nurses to the Great War, and all were conspicuous for 
their bravery and the wonderful work that they did 
in the war-torn hospitals of France and England. 
Three of them received the Royal Red Cross for their 
devotedness. The hospital has on its staff ten sisters 
who are registered nurses and have served their three 
year probationary course either in St. Joseph’s 
training school or in some other competent hospital. 
Fresh fruit, milk, eggs, butter and meats are obtained 
daily from the Hospital Farm at Heals, a short dis- 
tance beyond Prospect Lake on the West Saanich 
Road. The hospital operates its own steam laundry, 
which is housed in the brick and concrete building 
to the left of the present building. It is equipped with 
up-to-date machinery, drier, a four-roll Troy mangle, 
washing machines, extractors, tumblers, starchers 
and all other machines which are necessary for the 
safe and clean laundering of a big hospital’s linen. 
The mangle room is provided with steam presses for 
the ironing of the nurses’ uniforms. There is also a 
disinfecting room fitted with porcelain tubs and a 
copper washing machine. 


Continued on Page 32 
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Our Latest Production 


MONEL 
DE LUXE WASHER 











Especially adapted to efficient 
operation in the hospital 






Motor driven with single control, push button starter. Dimensions 
42”X84". This washer has all the latest devices and will give 
the best possible service at a minimum cost of operation. 
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No. 3 Unit for Small Hospitals and Instita‘ions 
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MEYER BROS. LAUNDRY MACHINERY CO. 
101 QUEEN STREET EAST TORONTO, CANADA 
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News of Hospitals and Staffs 


A Condensed Monthly Summary of Hospital Activities, Building 
and Extension Plans and Personal News of Hospital Workers. 
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Editor's Note: Contributions of items for publication in this department will be gladly received. 
Please address, The Canadian Hospital, 454 King Street West, Toronto. 


BELLEVILLE, OnT.—The Red Cross Hospital has 
been formally opened at the Village of Coe Hill. 
Already many cases have been attended, with Miss 
Clara B. Smith, of Dryden, in charge. 

* + * 

CALGARY, ALTA.—The annual convention of the 
Alberta Hospital Association, the Alberta Registered 
Nurses’ Association and the Alberta Medical Health 
Officers’ Association will meet in the Memorial Hall, 
Calgary, June 25 and 26. An exhibit of hospital 
supplies will be a feature of this year’s convention, 
many of the leading firms of Calgary being repre- 
sented. 

* * * 

Fort WILLIAM, Ont.—Miss Pearl L. Morrison, 
R.N., F.B.C.N., Superintendent of McKellar Hos- 
pital, recently returned from England, where she was 
studying hospital administration under the British 
College of Nurses, of which she is a Fellow. Miss 
Morrison spent some time on the Continent. 

* * # 

HaiFax, N.S.—Staff Captain Clarke, who has 
been Superintendent of the Grace Maternity Hospital 
since it first opened in Halifax, has been appointed 
Superintendent of the new Salvation Army Hospital 
in Ottawa. She will be succeeded by Adjutant 
Aldridge, of Ottawa. 

* * * 

Hairax, N.S.—Dr. John Merritt, who graduated 
from the Dalhousie Medical College and who has 
been attached to the staff of the Victoria General 
Hospital, is leaving for Glace Bay where he will 
practise his profession. 

» » * 

HAMILTON, Ont.—Internes appointed to St. 
Joseph’s Hospital are: Dr. Russell Fraser, Western 
University, 1928; Dr. Rise, Western University, 
1928; Dr. McFarlane (for the summer months). 

Those from Hamilton attending the convention 
of the Canadian National Association of Nurses at 
Winnipeg in July are: Miss Rayside, superintendent 
of the Hamilton General Hospital; Miss E. Moran, 
secretary No. 4 District of R.N.A.O.; Miss E. Regan, 
instructress St. Joseph’s Hospital; Miss Ray and 
Miss Storms, graduates of Hamilton General Hospital. 

* ok * 

HALiFax, N.S.—Miss Josephine Johnston, nurse 
in charge of the main operating rooms of the Victoria 
General Hospital, has resigned to join the staff of the 
Cottage Hospital at Pictou. 


MONTREAL, QuE.—At the annual meeting of the 
Eastern Canada Division of the American Association 
of Hospital Social Workers, which was hold in the 
Montreal General Hospital in June, the following 
officers were elected for the coming year: Chairman, 
Mrs. Amy Hilton; Vice-Chairman, Miss Branda 
Chillas; Secretary, Miss Emma Abbey; Treasurer, 
Miss Mary A. Burke; Executive, Miss Annie Lang, 
Miss M. Macdermott and Miss Gertrude Matthews. 

* ok ok 

MoosE JAw, SAsK.—Miss Grace Black, R.N., a 
graduate of the Moose Jaw General Hospital, has 
accepted a position with the Saskatchewan Red Cross 
Nursing Service and will go to the Bracken outpost. 

* * # 

NEw WATERFORD, N.S.—Miss Mayme Bates, 
R.N., who has been operating room supervisor of the 
New Waterford General Hospital for the past three 
years, has been chosen to succeed Miss Florence 























Most Canadian Hospitals using 
Mechanical Refrigeration 
Have 


6 99 
“YORK 
ICE MACHINES 


“‘The Best Made” 


Let us send you the names of those nearest you. 


Canadian Ice Machine Co., Ltd. 


TORONTO 


Winnipeg Vancouver 


Montreal 


























Please refer to THE CANADIAN HOSPITAL when writing 











July, 1928 THE CANADIAN HOSPITAL 


Merlin, R.N., as superintendent of the institution. 
Miss Bates is a graduate of the General Hospital at 
Glace Bay and, before entering the New Waterford 
Hospital, was employed as night supervisor in the 
Inverness Hospital. 

* * “ 


Nort Bay, Ont.—Mrs. T. Gallivan, North Bay, 
has been appointed Secretary of the Queen Victoria 
Memorial Hospital and Miss Edith K. Dryden, 
Oshawa, Assistant Superintendent. Miss Dryden 
was formerly night supervisor of the Oshawa General 
Hospital. 

* * * 


OsHAWA, ONT.—Miss R. N. Stone, a graduate of 
the Kitchener-Waterloo Hospital, has been appointed 
night supervisor of the Oshawa General Hospital, 
succeeding Miss Edith Dryden. 


* * * 


ReGina, SasK.—Miss Evelyn H. Bowman, for 
the past two years chief instructress to the nurses- 
in-training at the Regina General Hospital, has re- 
signed from her position. 

* * * 


Timmins, Ont.—The Sisters of Providence have 
announced that St. Mary’s Hospital is now a public 
institution open to the employees of the mines and 
people of the town and community generally, and 
every regular practising physician and surgeon will 
be given equal privileges in the care and accommoda- 
tion of their patients. 

* * ” 


Toronto, Ont.—One of the latest honours to 
come to a Toronto girl has been conferred upon Miss 
Mary Jessie Proctor, who has been offered the posi- 
tion of supervisor of a floor of seventy-five beds in 
Harper Hospital, Detroit, from which she recently 
graduated. 

« « ~ 


VANCOUVER, B.C.—At the general monthly meet- 
ing for May of the Vancouver Graduate Nurses’ 
Association, Miss Ewart, the President, was nomin- 
ated as the delegate to the Canadian Nurses’ Associa- 
tion convention. : 

* © « 


WETASKIWIN, ALTA.—Nurse Creighton has re- 
signed her position as matron of the Wetaskiwin 
Hospital and is being succeeded by Nurse Graham, 
of Edmonton. 

* oe * 


Wrnpsor, OnT.—At a contemplated cost of about 
$10,000, tenders have been invited for the installation 
of an X-ray machine of the latest type, with acces- 
sories, in the Metropolitan General Hospital. 

. * * 


Winpsor, Ont.—Appointments to the niedical 
staff of the Metropolitan Hospital are: Dr. A. B. 
Holmes, Dr. R. P. Vivian, Dr. G. Lacasse, Dr. W. K. 
McCormick, Dr. K. H. Johnson, Dr. D. Y. Green- 
burg, Dr. R. J. Shute, Dr. D. F. McLachlan, Dr. 
J. W. Brien (Essex), Dr. G. W. Dufferin and Dr. 
S. M. Asselstine. 
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Historical Sketch of St. Joseph’s 
“at Victoria B.C. 

ee ‘3 Continued from Page 28 

St. Joseph’s Hospital was approved by the Lieuten- 
ant-Governor in Council on April 23rd, 1923. Mem- 
bers of the board of management are: Alex McDer- 
mott,: Charles. E/: Wilson, E. D. Johnson, Walter S. 
Fraser, C. H. O'Halloran and Alderman J. A. Mara. 
Hdnorary patrons of the Golden Jubilee Building Fund 
inaugurated on May 12th, 1925, were: His Honor 
Walter C. Nichol, then Lieutenant-Governor of British 
Columbia, His Worship Mayor J. Carl Pendray and 
His Lordship Thomas O’Donnell, Bishop of Victora. 

Sister Mary Bridget, the oldest sister in Victoria 
at the present time, has been superior of St. Joseph’s 
Hospital twice during its fifty-three years of opera- 
tion. She was the first superior in 1876 and then once 
again several years later she was appointed to head 
the hospital. Sister Mary Bridget, along with five 
other sisters of the Order of St. Ann arrived in Vic- 
toria on December 19th, 1866, after a two months’ 
voyage from their homes at Montreal. A twenty- 
seven mile land crossing had to made over the Isthmus 
of Panama as there was no canal at that time. The 
sisters were housed in a small building, twenty by 
eighteen feet, made of logs and situated on the border 
of Beacon Hill Park. 

Sister Mary Bridget stayed at the Convent for a 
few months, and when the first hospital was com- 
pleted in 1876 she was appointed its first superior. 
She celebrated in 1926 the Diamond Jubilee of her 
sisterhood. 

The present Superior is Sister Mary Mildred, a 
charming and energetic woman. of sterling qualities 
and a superior who is most popular with her staff. 
Sister Mary Mildred has worked untiringly ever 
since she was appointed superior, in the interest of 
the new hospital, and a good deal of the credit for the 
fine new building goes to her. 

St. Joseph’s Hospital was placed in Class ‘A”’ 
by the American College of Surgeons in October, 
1920, and has since held that position, necessitating 
considerable expense in equipment. 

Following the visit of Dr. Bowman and Rev. 
Father Mouliner, in 1919, St. Joseph’s Hospital 
Council chose a consulting staff. On April 29th of 
the same year the first meeting was called, officers 
elected and rules adopted. | 

The case-record forms were adopted: in May, 
1919, and a room set apart for their accommodation. 
This department is in charge of a Sister and a record- 
keeper, who give their entire time to the work. 

On the dismissal of each patient, these different 
records are attached to the patient’s chart and filed 
numerically in the record room. These records are 
available for the doctors at any time, and serve 
for a review of the work done and for scientific dis- 
cussion at the monthly staff meetings. ve also 
form valuable data for future reference. 

One of the advantages ‘brought about by stand- 
ardization is the laboratory facilities required by it 
for all hospitals. 

St. Joseph’s has, at a large expense, equipped an 
excellent and up-to-date pathological laboratory, and 
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is now prepared to do all kinds of clinical, chemical, 
bacteriological and pathological work. 

A Sanborn Benedict metabolism apparatus has 
recently been installed, and an adjoining room added 
to the former laboratory. 

The X-ray laboratory occupies a suite of five 
rooms on the second floor of the Humboldt Street 
building. The rooms are large, bright and airy. 

St. Joseph’s is provided with a commodious, 
well-lighted surgery for major cases, and three smaller 
ones for septic and minor operations. The Kny- 
Sheerer table used in the largest room was generously 
donated by the Medical Association of Victoria; 
the safety anaesthesia apparatus- by Alumnae 
Association. 

Another surgery, devoted to eye, ear, nose and 
throat, is provided. A modern table has recently 
been placed in this surgery. A large Bech-Mueller 
ether, vapour and vacuum apparatus has been added 
to the equipment, and the expense met by a generous 
local specialist. 

The Maternity Department extends over the fourth 
floor, and comprises private and semi-private rooms, 
accommodating sixteen patients. A nursery, delivery 
room, doctors’ room, supply room and diet kitchen 
also form part of this department. A Hess Infant 
Incubator has lately been donated by the St. Joseph’s 
Auxiliary. 

The Children’s Ward was renovated in 1919. 

As the work of the hospital increased, repeated 
requests to open a School of Nursing were made by 


members of the medical profession. In response to 
these oft-repeated requests, the Sisters, with a happy 
willingness to carry on within hospital walls the chief 
work of their Order—“‘the education of girls’’—opened 
the School of Nursing in 1900. 

From a two-year course in medical and surgical 
nursing it has developed into a three-year course 
in medical, surgical, obstetrical and pediatric nursing. 
Since the inception of the school, the medical profession 
have given valuable lectures and demonstrations; 
they have also set the examination papers and cor- 
rected them. 

An Alumnae Association was organized in 1920 
and has 280 members to-day, the president being 
Mrs. Harry Beach. 

The Ladies’ Auxiliary of St. Joseph’s Hospital 
was organized in June, 1921, for the purpose of 
assisting with the large amount of sewing, mending, 
making of bandages, sponges, etc., for the operating 
room and other work in connection with the hospital. 
The Ladies’ Auxiliary is a non-sectarian organization, 
with a present membership of 150. Mrs. R. L. Miller 
is the president. 


WINNIPEG, Man.—Local war veterans’ organiza- 
tions have been advised that the supplementary 
estimates brought in Parliament contain a $250,000 
item for the soldiers’ hospital in Winnipeg. It is 
expected that the new hospital will be erected in 
Deer Lodge, although no definite plans have yet been 
announced. 
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throat, and a fracture room. Doctors’ rooms and 
showers and the usual offices will complete accommoda- 
tion on this floor. 

Throughout the whole structure the greatest 
attention has been given to the development of the 
greatest use from sun, light, air and heat. 

One of the latest types of elevator installation will 
give access to a roof garden and open-air solarium. 
In addition there will be a large glassed-in bay at 
the southerly end of each floor of the southerly wing, 
for indoor sun baths and the convalescent patients. 

Stress has been laid in the plans on a modern, up- 
to-date building of great fire resistance, which is to 
be furnished and equipped with the latest aids and 
special apparatus that can be obtained. 

The maternity and the electrical treatment de- 
partments form the largest portion of the new edifice, 
which also makes provision for 100 beds. This added 
accommodation will, in turn, release much of the 
space used in the present building for apparatus 
and this space will be turned into rooms for additional 
bed accommodation. 

As soon as the new wing is complete tenders will 
be called for the alteration and renovation of a 
po:tioa of the present building, to make the greatest 
use of the space thus released. 


Neuro-Psychiatric Association Meeting 


A meeting of the Ontario Neuro-Psychiatric As- 
sociation was held at Westminster Psychopathic 
Hospital, London, Ontario, on June 11th, 1928. Three 
very interesting papers were read and discussed, and 
a round table conference was held at night. 





American Hospital Association 


The meeting of the American Hospital Association 
will be held in San Francisco, California, in August, 
from the 6th to the 10th. There will be exhibits at 
this meeting of every conceivable form of hospital 
necessity and equipment. 

These exhibits will cover two acres of space. 
There are only about six places in America where 
premises sufficiently large can be found to properly 
display them. 


WINNIPEG, Man.—Miss Bernice Donovan, who 
has been Supervisor of Nurses at St. Joseph’s Hospital 
for the past two years, has tendered her resignation 
and is leaving to be married. 

* * * 


WINNIPEG, Man.—The convention of the National 
Association of Trained Nurses will be held in Winnipeg 
in July from the 3rd to the 7th. An interesting and 
instructive programme has been arranged. 

- * * 


Victoria, B.C.—At a recent meeting of the 
executive of the Queen Alexandra Solarium, they 
received authority to proceed with the building of 
the new nurses’ home, at a price not to exceed $10,000. 
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The Building Program 
Continued from Page 23 


Port Hore, Ont.—At a recent meeting of the 
Port Hope Hospital Trustees, it was decided to pro- 
ceed with the building of an addition to the hospital. 
The plans and specifications are on hand and a com- 
mittee has been appointed to take charge of the 
construction. 

; * * * 

QuEBEC, QuE.—The Immigration Hospital on the 
Little River Road is to have its capacity doubled, it 
has been learned, the work starting this summer. In 
all some $90,000 will be spent on the project, with 
an addition of possibly 180 beds being made to the 
institution. 

+ * % 

REGINA, SASK.—The thirteenth Red Cross Out- 
post Hospital to be opened in Saskatchewan is at 
Rabbit Lake. It has been in use since the first of 
the year, although not officially opened until June. 
Miss Marie Kilden, who saw service both at Paddock- 
wood and Cut Knife outposts, is the nurse in charge. 

. . « 


SARNIA, OnT.—Plans have been drawn up for the 
erection of a new wing to the Sarnia General Hospital, 
the extension to cost in the neighbourhood of $125,000. 

* & £ 


Toronto, Ont.—Sketch plans have been sub- 
mitted for a 150-bed hospital building of modern, 
fireproof construction to supplant the two structures 
now in use by St. John’s Hospital, Toronto. The 
section in which is now located the out-patients’ 
department and the medical department of the hos- 
pital will probably be cleared for the new building. 

* * * 


VANCOUVER, B.C.—The new St. Joseph's Hospital 
for Orientals, claimed to be the second of its kind in 
Canada, has been officially opened. It is a three- 
storey building and, when completed, will have 
accommodation for fifty patients. 

* * . 


VicToriA, B.C.—The executive of the West Coast 
General Hospital, located in Port Alberni, are now 
preparing for a substantial enlargement of the build- 
ings. When this hospital was opened in 1912, rail 
communications to the Albernis had not yet been 
completed. 

* * * 

WayneE, Atta.—The new hospital at Wayne, 
which has just been completed, was officially opened 
in June. The building cost $18,000 and contains 
fourteen beds, operating room, laundry and kitchens, 
as well as accommodation for the staff. The build- 
ing is of the bungalow type, finished in stucco. 

* * * 


WINNIPEG, Man.—A contract for the construction 
of St. Anthony’s Hospital at The Pas has been 
awarded. The hospital will be a four-storey building 
of fireproof construction and will provide accommoda- 
tion for 125 patients. The completed building will 
cost about $250,000 and will be opened, it is hoped, 
in January. 
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Thor Heavy Duty Hospital Washer 
$350.00 


Low in Cost—Economical in Use—Portable— 
No _ Installation Cost—Saves Wages—Makes 
Linens last 65% longer. 





The Heavy Duty Hospital Ironer 
$225.00 
Even large hospitals, equipped with built-in 
laundries, find that they can save considerable 
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and more expensive linens, and for quick emer- 
gency calls for freshly laundered supplies. 
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Classified Department 

















Position Open 


AZNOE’S OPPORTUNITIES FOR ACCREDITED GRAD- 
UATE NURSES: (a) Protestant Night Supervisor, three-year 
graduate, eligible Indiana registration, $100; increase second 
year. (b) Night Obstetrical Nurse, registered in New York, 
$90; private room and bath. (c) Operating Room Supervisor, 
Minnesota; good physique and experience; excellent quarters; 
$100. (d) eight-hour day duty Supervising Emergency Depart- 
ment, Detroit; $100. (e) Instructress, standard curriculum, 
Pennsylvania; $100. (f) Assistant Superintendent, 250-bed 
hospital, New York City, New York registration required. 
(g) Several general duty nurses for large New York Hospital; 
$85.; New York registration unnecessary. (h) Florida opening 
in large city for Floor Head Nurse, open salary. (i) Nursery 
Head Nurse, 200-bed hospital, Eastern metropolis; $90.. (j) 
General duty, new Southern Michigan hospital; $100. (k) 
Chicago vicinity, general duty; $90. (1) California, night duty 
on Obstetrical floor; $100. No. 1860 Aznoe’s Central Registry 
for Nurses, 30 North Michigan Avenue, Chicago. 





Diplomas : 
DIPLOMAS—ONE OR A THOUSAND—Illustrated circular B 
ee oe. request. Ames & Rollinson, 206 Broadway, New 
York, N.Y. 





Schools of Instruction 

WOMAN'S HOSPITAL IN THE STATE OF NEW YORK, 
West 110th St., New York City (155 gynecological beds, 50 
obstetrical beds). 

Affiliations offered to accredited training schools for three 
months’ courses in obstetrics. 

POST-GRADUATE COURSES 

Six months in gynecology, obstetrics, operating room technic, 
clinics and ward management. Three months in obstetrics. 
Three months in operating room technic and management, 
Theoretical instruction by attending staff and resident instructor. 
Post-graduate students receive allowance of $15 monthly and 
full maintenance. 

Nurse-helpers employed on all wards. For further particulars 
address, Directress of Nurses, Woman's Hospital. 
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HOSPITAL AND INSTITUTIONAL 


Crockery, Silver and Glassware 
Distributors for ; 
JOHN MADDOCK & SONS, LTD., ENGLAND 


We specialize in Institutional Equipment and 
sell direct. May we send you quotations 
on any of the above lines you may require? 


BRITISH & COLONIAL TRADING CO. 
284-6 Brock Avenue - TORONTO 
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Queen Alexandra Solarium Is Splendid 
Enterprise 


Continued from Page 14 


is located on the beach and is automatically filled at 
high tide and can be drained at low tide. It provides 
excellent bathing and swimming facilities without 
danger to even the smallest of the children. Care- 
fully graded concrete runways for the easy transport of 
helpless wards connect the pool with the main building. 

A large drying room and increased laundry accom- 
modation have been added in the basement; the 
cottage for the domestic staff has been greatly im- 
proved and is now very satisfactory in all respects; 
the electric-lighting plant, after some initial difficulties 
is now working well and more than sufficient power is 
available for all purposes; the water-supply has been 
adequate at all times and there is an abundant surplus 
for future needs. 

The directors, after very careful consideration, 
purchased five to six acres of land between the former 
west boundary and the Island highway, thus pro- 
tecting the approach to the buildings and ensuring 
adequate space for future use. 

The violet-ray lamps, at a cost of $800, the gift of 
an anonymous donor, were installed in December. 

A small workshop for the making of non-inflam- 
mable celluloid splints has been steadily at work for 
some months, and splints have been made for the 
children and outside orders filled with financial profit 
to the solarium. 

Since March 1st, 1927, seventy-six children have 
been admitted and thirty-six discharged. From early 
in July the solarium has had under daily treatment 
from forty to forty-five children. Many of these cases 
will require prolonged treatment and occupy beds for 
months, and in some cases for two or three years. 

Boys up to the age of twelve years are admitted, 
while girls are taken until they are fourteen. Children 
suffering from active tuberculosis, diseases of the 
lungs, any infectious disease or contagious disease of 
the skin or scalp are not admitted. 

The solarium is not a hospital. 

Sea bathing under supervised conditions, com- 
bined with the exposure of the body to the sun’s rays 
and exercise in the open are considered essential in the 
treatment of the crippled child by the solarium. 

The children are gradually exposed to the air and 
sunshine. The periods of exposure are lengthened 
until the little patients spend their whole time clad 
only in hats and loin cloths. Then their wounds heal, 
skin tans to deep brown, muscles become supple and 
developed, minds active and alert, and spirits gay. 

The bed patients are wheeled out in their beds to 
the long, spacious verandahs and are given the same 
treatment. They are conveyed to the swimming pool 
at the beach for their dip. When able to be up they 
join the others who can hobble about on crutches or 
limp on sticks and they roam through the adjacent 
woods. This treatment is carried on the year round. 
For the few days when the youngsters cannot take 
their sun-baths they go under the ultra-violet lamps. 

While the child is undergoing treatment at the 
solarium its mental capabilities are not neglected. 
The children have lessons and are taught how to knit 
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and sew, make baskets, sing and to enjoy every 
minute of theday. The place rings with the laughter 
of the children and no visitor ever leaves feeling 
depressed. Even fthe’little things that swing in their 
padded cradles to have their backs straightened, 
laugh and play. Some of them must stay that way 
for two years. But they never complain. 


No child, no matter how poor the parents may be, 

is refused admittance to the institution, provided, of 
course, it is not barred by regulations. 
.. The directors have set a minimum rate of six 
dollars a week for patients, but if payments cannot 
be made, as often proves the case, the child remains 
until ready to be discharged. People of means and 
various organizations are endowing beds. _ 

The schedule for the children is as follows: 7 a.m., 
breakfast; 9 a.m., lessons; 11.30 a.m., dinner; a rest 
period; 1.30 p.m., lessons; 3 p.m., playtime; 5 p.m., 
supper. 

Some children are out in a month, while others are 
destined to spend upwards of two years there, having 
bones straightened. 

The success which has attended the treatment of 
some of the children has attracted wide attention 
with the result that the solarium is being taxed beyond 
its capacity. A waiting list has been instituted and 
there is already talk of a new wing. 

At present the solarium is confined to children 
from the province of British Columbia, but a few out- 
siders have been taken in. 

Officials of the Queen Alexandra Solarium for 
Crippled Children, to give it the full title, are as 
follows: 

Patrons—Mr. and Mrs. Walter Nichol; the Hon. 
E. D. Barrow (Minister of Agriculture). 

Officers—President, Mr. H. Goulding Wilson; 
vice-president, Mrs. Curtis Sampson. 

Directors—Mrs. Curtis Sampson, Mrs. Moss, 
O.B.E., Mrs. W. Peden, Miss Ravenhill, Mrs. Mac- 
Lachlan, Sir Richard Lake, K.C.M.G., Mr. H. 
Goulding Wilson, Mr. C. Williams, Mr. J. Law, Mr. 
J. L. Dunlop, Mr. J. W. Spencer, Mr. C. Bazett; Hon. 
Sec., Dr. C. Wace; Hon. Treas., Mrs. W. Peden; 
Sec.-Treas., Mr. J. Hammersley. 


Medical Staff—Dr. R. B. Robertson, M.D., C.M.; 
Dr. T. McPherson, M.D., C.M., F.R.C.S.; Dr. J. N. 
Taylor, M.D., C.M., F.A.C.S.; Dr. I. Bastow Hudson, 
M.R.C.S., L.R.C.P., M.B., M.S.-London. 

Radiologist—Dr. W. M. Carr, M.D. Man. 

Physiotherapist—Dr. H.,.R. Nelson, M.D., B.Ch. 
Dubl:n. 

Oto-Laryngologist—Dr. J.’,A. Stewart, M.D. 
Queens, L.M.C.C. ee 

Dental Surgeon—Dr. S. Miles, D.M.D. 

Pathologist—Dr. W. P. Walker, F.R.C.S. Edin., 
D.P.H. London. a 

Diseases of Lungs—Dr. D. M. Baillie, M.D. Aberd, 
D.P.H. London. My 

Hon. Medical Superintendent, Dr. C. Wace, 
F.R.C.S. 

Hon. Solicitor—Mr. Alexis Martin. 

Auditor—Mr. Reginald Genn. 

Matron—Miss H. I. Willis. 

Lady Superintendent—Miss L. A. Stone. 
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Western Hospital Doctor Honoured 


Dr. Ralph Hargrave, for the past five years 
anaesthetist at the Western Hospital, Toronto, has 
been signally honoured. His outstanding develop- 
ment of a new method of nose, throat and mouth 
anaesthesia has been recognized by the Congress of 
Anaesthetists of North America by special invitation 
to read a paper on intratrachael nitrous oxide oxygen 
anaesthesia at their Minneapolis convention. 

_ piel Dr. Hargrave explained his method to the Con- 
YRENE ehcp gress and stated that it greatly reduced risks. Con- 


eo Fighting : 





OF CANADA LIMIT freres at the Toronto Western Hospital state that 
NEVANTICIM aemletelbieme Or. Hargrave’s method has been in operation at the 
— @@ hospital for several months with gratifying results. 
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HOSPITAL APPAREL 


IN COTTON AND COTTON DRILLS 
OR DUCKS 


DOCTORS’ COATS AND PANTS 
OPERATING SUITS 
OPERATING GOWNS (SURGEONS’ OR NURSES’) 
PATIENTS’ BED GOWNS 
ORDERLIES’ SUITS 
PNEUMONIA JACKETS 
ETHER JACKETS 
LETHOTOMY SHEETS 
BATH ROBES 
PATIENTS’ WRAPPERS 
MAIDS’ UNIFORMS 
WARD HELPERS’ UNIFORMS 
OBSERVATION CAPES—ETC.—ETC. 


IN FACT ANYTHING IN COTTON GOODS 


A POST CARD ENQUIRY FOR PRICES OR PARTICULARS 
WILL RECEIVE IMMEDIATE ATTENTION 


MAKERS OF THE WELL KNOWN 


Conroe 





WORN BY ALL WELL DRESSED NURSES FROM 
COAST TO COAST 


Made in Canada by 


ovoraions cree (CORBETT- ~COWLEY 1 tarments un 


fully submitted on Limited conditionally guar- 
1 anteed, as to both 
pote yoga NOTE OUR NEW TORONTO ADDRESS praesent ond 
690 King St. W. 124 St. Antoine St. _ material. 
TORONTO MONTREAL 
em ee SLL ‘TNT HA o® 











Please refer to THE CANADIAN HOSPITAL when writing 

















See our educational 
exhibit at A. H.A. 
Convention in San 
Francisco. 


CURITY 
PRODUCTS 


Surgical Sponges 
Dressing Rolls 
Ready-Cut Gauze 
Gauze in Bolts 
Unbleached Muslin 
Bandages 
Ready-Cut Bandage Rolls 
Bandage Rolls 
Cotton 
Combination Rolls 
O. B. Pads 
Crinoline 
Sheet Wadding 
Ready-Cut Adhesive 
Zinc Oxide Adhesive 
(12" x 5 yards) 


e e 


Cellucotton Absorbent 
Wadding 
Ready-Cut Cellucotton 
Absorbent Wadding 
Kotex for Hospitals 
Celluwipes 














Curity O. B. Pads are made of soft, white fluffy absorbent cotton covered 
with Curity gauze in two styles: individual pads and six pad rolls. 


>, NE nurse, we are told, will make about 1,000 maternity 
() pads by hand in a single day. That day may be entirely 
saved by a single case of ready-made pads. You can easily 
estimate the number of days you can save at your hospital 
by adopting the ready-made dressings idea in maternity 
pads. The cost of ready-made pads is hardly more than 
material alone. 

All Curity maternity pads are high in quality with re- 
markable absorbency and retentive power. Fillers of cotton 
or Cellucotton absorbent wadding are available in two styles 
and four sizes. The Curity line of maternity pads is varied 
as to material, styles and sizes to meet an established demand. 
Samples will be sent you on request. There is a pad in this 
Curity line that will fit your requirements. 


cee TIN rR 


LEWIS MANUFACTURING CO. 
OF CANADA, LTD., 


13 Victoria Square, Montreal, Quebec. 





4 READY-MADE 
ut tt DRESSINGS 























